Work O,'de,' III 
1(13224-\ 
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Stul Dalt': 
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!Jale: 7/03/13 


Rf:"rl.'rencc: 
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~?* 
Slop 


~WIUp Start 


eU'1 Ill'lII II): 


Cu,lulII('r: 
*1 ?* 
*1 ?* 


d- 
~ 
SlarIQt':~ 


I{eq'd 
Qly: 
12.()f) 


IJ..U .•o-tl-l1 
Iklll 10: 
Rl'\i~ion II): 


!lUll Nam(-: 


Dille: 11-ob- (I 
Tonlill~: 
Approvals: 


QC: 


Sequence 
1)/ 
Work Center 
ID 


Oraw Nhr 


OJK'ration 
Descriplion 


RC"ision Nhr 


Dale: 
sl'e (Y/I\'): 


Sci Up! 
Run lIours 


Itun 
Slart *NR1* 
Dall': 
Slop *NR?* 
Dall': 


Tool II) 
Tool # 
I'lan 
,\('cepl 
Reject 
Itejcct 
Imp. 
Code 
Qll 
Qly 
Number 
Stamp 


04436 
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*100" 
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Small Fab 


, 
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(lIlD 
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'2 
13-JI~/1 


'16 
*110* 
QC 


QuaJllyConlrol 


QC5. Inspecl pan complctcness 
10 ~Icp on W/O 


\lema 


OJlO 


000 
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*1RO* 
Packaging 


Packaging 
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'\Iemo 


0_00 


000 
13-)/-/1, 


DQA: 
Date: 


WORK ORDER NON-CONFORMANCE 
/ UPDATE 


QAClosed 
Date: 
Work Order update only n 


DISPOSITION 
AGAINST DEPARTMENT/PROCESS 
Work Order: 


Rework~ 
Skid_'Ube~ 
crosstUbe~ 
Waler 
Jel~ 
Enl:ineering~ 
Par: No. 
Scrap 
Machining 
Small Fab 
Proc. Eng. Coor. 
Quality 


Use-as-is 
Thermoforming 
Finishing 
Rec/Stcre/Packaging 
Other 


NCR No. 
Suspected Unapproved 
large Fab 
Composite 
Supplier 


Root 
Description 
of work order update 
Initial 
Action 
Sign & 
cause 
Date 
Step 
Qly 
or non-conformance 
Chief Eng 
Description 
Date 
Verifica~ion 
QC Inspector 


Design 


DocIDirtii 


(qulp/Toolh8 - 
Hilndling/Pre 


Millerial 
- 
Operator 


OffseUSeMI 


Process 
- 
Supplier 
- 
Training 
- 
Tl<ln~ort 
- 
Unapprovetl 


FAULT CJ\TEGORY 
landi~Gear 
~ 
General 


~ 
Folic/Program 
= O\..tside Dimensions 
- 
- 
Bending 
I- Bend 
Pre55u~e/Forced 
- 
Centre Not Concentric 
I- 
BOM/Route 
r- Grain 
_ 
Over/Under 
tolerance 
Set-up 
- 
Cracks 
I- Broken/Damage/Defect 
f-- Hardware 
_ 
Part Incorrect 
Terrperature/Cure 
- 
Crim plKink/Ripple!W 
ave 
I- 
Burrs 
Inspection 
Incomplete/Unqualified 
_ 
Part Lost/Missing 
Weld 
I- 
- 
Cuffs 
f- 
Contamination 
I- 
Instnlctions 
Incomplete/Unclear 
_ 
Part Moved 
_ 
wrong 
Stock Pulled 
- 
Crushing 
Countersink 
Misaligned/off 
center 
_ 
Pos:tioned 
Wrong 
f- 
I- 
nather 
- 
Heat Treat 
f- Cut Too Shari 
f- 
Mislabeled 
_ 
Power loss/Surge 
- 
Inspection 
Strip in Tube 
f- 
Drawing 
f- Mish'ad 
- 
Marks/Chatter 
- 
Drill 
Holes 
Off-SEt 


Turning Sequence 
Finish 
f- 
- 
f- Out "f Calibration 


Wave/Twist 
in Tube 
Fit/Function 
Out IIf Sequence 


He/FORMS/Quality 
A~~Ufa"((\app'oved 
QAJNCRWO RevH 


Work 
O,.,I<-r III 
IOJ2H 
*1()~??4* 


Item lI}: 
I).U36.041 


Rc\ i••iull 11): 


Ilem Name: 
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Sl.art nate: 
619'13 
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Start QI): 
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Req'd QI): 
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.-\lTl'pl 


ell" 
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Sl'IUp 
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*N~1* 


Stop *N~?* 


Appro\ab.: 
I'rocesli Plan: 


QC, 


Dal(': 


Oal(': 


Tooling: 


SPC (YIN): 


Hale: 


Dale: 


Run 
Start 


SlOp *NR1* 
*NR?* 


Insp. 
Stamp 


Sequence lUI 
Work Center 
II> 


170 
*17n* 
QC 


Qu4lity Coot:pl 


Operation 
Ilcscriplion 


QC21. Fillat Impcclion 
• ""'urk (lrder Rckusc 


Set 
LJpi 
Run Hours 


f),OO 


(lOO 


1'00110 
Tuol # 
I'lan 
Accepl 
n.ejcci 
Rcj«t 
Cod(" 
Qh 
QI\- 
Number 
f)I ~ 
13/"/.lO 


-')'\'1( 
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WORK ORDER NON-CONFORMANCE I UPDATE 


Date: 
DQA: 
n 
- 
QA Closed: 
Date: 
Work Order update only 


DISPOSITION 
AGAINST DEPARTMINT/PRDCESS 
Work Order: 


Rework~ 
Skid.tUbe~ 
crosstUbe~ 
Water Jet~ 
Engineering~ 
Pa~..No. 
Scrap 
Machining 
Small Fab 
Prod. 
Eng. Coor. 
Quality 
Use-as-is 
Thermoforming 
Finishing 
Recl5to 
rE'jp iJ ckagi ng 
Other 


NCR No. 
Suspected Unapproved 
Large Fab 
Composite 
Supplier 


Root 
Description 
of work order update 
Initial 
Action 
Sign &. 
cause 
Date 
Step 
Qty 
or non-conformance 
Chief En!; 
Description 
D<ltl~ 
Verification 
OC Inspector 


Design 


Doc/O<Ita 
- 
EquiPlTooli'1! 


Handlin&/Pr 
•• - 
Matl'f1.iJ1 


Oper••lar 


Offsl.'l/Selup - 
Proten 
- 
Supplier 
- 
Training 


Tl'ijnsport 
- 
Unapproved 


FAULT CATEGORY 


landin..!.. Gear 
c- 
General 
c- 
. 
- 
_ 
Bending 
r- Bend 
f-- Folio/Program 
- 
Outside Cimensions 
Pres."ure/Forced 


_ 
(entre 
NGt Concentric 
f- 
BOM/Route 
r- Graip 
- 
Ove"/Under 
tolerance 
- 
Set.up 


_ 
Cracks 
r- Broken/Damage/Defect 
r-- Hardware 
- 
Part Il"Il:.orreCl 
Temperature/Cure 


_ 
Crimp/Kink/Ripple/Wave 
f-- Burrs 
r- Inspe::tion 
Incomplete/Unqualified 
- 
Part Last/Missing 
- 
Weld 
- 
Cuffs 
Contamination 
f-- Instructions 
Incomplete/Unclear 
Part Moved 
Wrong Stock Pulled 
r- 
- 
- 
Crushing 
I- 
Countersink 
r- Misaligned/off 
center 
_ 
Posftianed 
Wrong 


nOtht'r 
- 
Heat Treat 
r- 
Cut Too Short 
f-- Misl"beled 
_ 
PONVer~oss/Surge 
- 
Inspection 
Strip in Tube 
I- 
Drawing 
r- 
Misr.'ad 
- 
Marks/Chatter 
f- 
Drill 
Holes 
I- 
Off-set 
- 
Turning Sequence 
Finish 
Out of Cchbration 


wave/Twist 
in Tube 
f- 
Fit/Function 
r- 
Out of Sequence 


I'itklis' Prinl 


.IUfll'.11).13 'I}. 5" 1\1 
I'I~'/;L 


"(Or" Order II): 
11I.'~~.j 


Parl'l1f Ih'm: 
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Required 
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Itclluin'lI QfF 12.00 


COlllmenl'i: 
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\.:riliedb~':JL\l 
12.01.24 
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11'1' 
11'1' RLV:l' 


Groml1l<,.'t 
*n444()-1* 


Cnmponenl 
lll'n1 lUI 
IlemNalne 


04440.1 


n.cplacemenl 
Ilem ID 
MfgJ 
Purch 


Manufaclured 


Bin 
I'rimllr~ 
Ilelll 
Loc3Iion 


No 


L.a'l 
L.ucllliun 
!tuule 


Seq 
II> 


10(1 


I 'nit of 
Ql\' tin 
Qt~. Iler h:il 
Total 
01)' 
nail' 
Slaltls 
\ll'JI\ure 
llantl 
QI~ 
Is~ued 
bsuffi 


bd, 
11U~JO() 
12 
** 
rf 
/3-11-lf 


1."fHli<ln 
L2LQu. 
I,ur ("mJf 
.• 
G,\ 
/ (J:J. "l..7.. S" 
17 


806-l~ 
I 
9171.( 
'6 


STD'J!. 


79372 


D-:.US-043 
Manufaclured 
No 
11m 
Each 
,10000 
12 
*n44~f)-()4~* 
** 
t=F" 
L3-1l-\(' 
MounllJrackel'-As.\f'lt\bly 


l!!!.!!!.!!.!! 
!:f!!:.Q!.l 
I.'lfn,d,. 


STI(J'! 
loJ:CilO 
, 


96396 
2 
97003 
2 
D4436-04J 
Manufhctured 
N" 
Ion 
hch 
0(>1)00 
12 
*n44~n-()4~* 
103'/26' 
** 
')... 
'F~ 
£3::./\ -Ii 
All. Oulboard 
Btacl,;d Assembly 


D«36.(l4S 
Manufactured 
No 
IUO 
Fa~h 
12,0000 
12 
*n44:\n-()4f)* 
** 
F'F 
l3-1I-~ 
Afllnboard 
BllIdcl Assembly 


I.uflltiun 
!&L.Q!l 
I.ue Code 


ST274 '77">7 
" 
9:: 
21!?L.. 
12 
2- 
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AEROSPACE 
WORK ORDER NON-CONFORMANCE I UPDATE 


Date: 
DQk 


QA Closed: 
Date: 
Work Order undate only n 


DISPOSITION 
AGAINST DEPARTMENljPROCESS 
Work Orner: 


Rework~ 
Skid-IUbe~ 
crosstUbe~ 
Water Jel~ 
Engi"eering~ 
Part No. 
Scrap 
Machining 
Small Fab 
Prud. Eng. Coar. 
Quality 


Use-a!>-is 
Ther moforming 
Finishing 
ReelS ~ore/P ackagi ng 
Other 


NCR No. 
Suspected Unapproved 
large Fab 
Composite 
Supplier 


Root 
Description 
of work order update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qly 
or non.conformance 
Chief Eng 
Description 
Date 
Verifica\ion 
QC Inspector 


Design 
- 
Ooc/O<Ita 
- 
Equip/Toolinl1 - 
Ha"dhngiP~ - 
Material 
- 
Operato, 
- 
Ofkel/Setup- 
P'otl'n 
- 
Supplier - 
Traming 
- 
Tr<lnsport 
- 
Unapprowell 


FAULT CATEGORY 


Landi~Gear 
c- 
General 
c-, 
- 
_ 
Bendine; 
f- 
Bend 
Folia/Program 
Outside Dimensions 
Pressure/Forced 
r- G 
' 
- 
- 
Centre Not Concentric 
r- BOM/Route 
I-- 
raUl 
- 
Over/Under tolerance 
- 
Set•.up 


Cracks 
f-- Broken/Damage/Defect 
Hardware 
Part Il"correct 
Temperature/Cure 
- 
r- 
- 
- Crimp/l<ink/Ripp1e/Wave 
I-- Burrs 
f- 
Inspection Incomplete/Unqualified 
- 
Part lost/M;ssing 
- Weld 
- Cuffs 
Contamination 
Instructions Incomplete/Unclear 
Part Moved 
WrO'lg Stock Pulled 
r- 
r- 
- 
- 
Crushing 
- Countersink 
f- Misaligned/off 
center 
_ 
Pcsitioned Wrong 
- Heat Treat 
Cut Too Short 
Mislabeled 
_ 
Power los' /Surge 
nOther 
r- 
- 
Inspection Strip in Tube 
- 
Drawing 
f- 
Misrt>ad 
- 
Marks/Chatter 
Drill Holes 
Off-SEt 
- 
Turning Sequence 
- Finish 
Out of calibration 


Wave/lwist 
in Tube 
Fit/Function 
Out of SE'quence 


H:/fORMS/Ouabtv 
Auuran<:e\approVfl:l 
ONNCRWO Re"H 


• 
• 
• 


Plclilisu 
Pnlll 


PHrenlltO,'m: 
[)~~.'/,'{I.11 


Pan'n, 
Itero :\111111:': ,\tl Bril~l\clA~~O:lllhl: 


.I11111'-flj-/l 
'1' '., 5\' I If 


*AN!'i?!'i-R~?RR* 


Purchased 


*1n~??4' 
*n44~R-n4 1* 


No 


sTj.•.• 1'.1}057 


125JU3 


,., 


W!....Q.!l 
nr 


271 


Sl:trillate:'" 
19 I., 


Stafl 
()t~:12JIO 


271 
(MMMI 
** 


1.'1( COIle 


1{l'lluircd I):lle: 7;03/13 


Re1luirt'd Ql:-: 12.00 
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Page 2 


DQA: 
Date: 


WORK ORDER NON-CONFORMANCE I UPDATE 


QA Closed: 
Date: 
Work Order update only n 


DISPOSITION 
AGAINST DEPARTMENljPROCESS 
Work Order: 


Rework~ 
Sk;d-tUbe~ 
crosstUbe~ 
Water Jel~ 
En";re.r;ng~ 
Part No. 
Scrap 
Machining 
Small Fab 
Prod. Eng. Coor. 
Quality 
Use.as.is 
The'ffloforming 
Finishing 
Rec/Stare/Packaging 
Other 


NCR No. 
Suspected Unapproved 
large Fab 
Composite 
Suppl~r 


Root 
Description 
of work order update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qly 
or non-conformance 
Chief Eng 
Description 
Date 
Verifica:ion 
QC Inspector 


DeSign 
- 
Dot/Oill' 


Equlp/TOOU"8 - 
Hilndling/PI"! 


,""••terial 


Operato. 
- 
otfset/Setur' 


Procns 
- 
Supplier 
- 
Training 


Transport 
- 
Unilppro-ed 


FAULT CATEGORY 


undin.!.. Gear 
~ 
General 


~ 
Folio/Program 
- 
0 
-d C- 
- 
- 
- 
Bending 
r- Bend 
_ 
utSI e 
"ImenSlons 
Pres~ure/Forced 
- 
Centre Not Concentric 
~ 
BOM/Route 
f- Grain 
_ 
Over/Under tolerance 
Set-up 
- 
Cracks 
f- Broken/Damage/Defect 
f- Hard'"arf' 
_ 
Part Incolr •.•cl 
- 
Temperature/Cure 
- Crimp/Ktnk/Ripple/W ave 
I- 
Burrs 
Inspes:tio~Incomplete/Unqualified 
Part lost/Mis$ing 
Weill 
I-- 
- 
- Cuffs 
I-- Contamination 
I- 
Instructions Incomplete/Unclear 
_ 
Part Moved 
_ 
Wrong Stock Pulled 
- 
Crushing 
I-- Countersink 
I-- Misaligned/off 
center 
_ 
Positioned Wrong 


nOth£'f 
- 
Heat Treat 
I- 
Cut Too Short 
I- 
Misla:oeled 
_ 
Power loss/Surge 
- 
I~spection Strip in Tube 
I-- Drawing 
I-- Misread 
- 
Marks/Chatter 
I-- Drill Holes 
Off-s,~1 


Turning sequence 
Finish 
I-- 
- 
l- 
I-- Out of Calibration 
Wave/Twist in Tube 
Fit/Function 
Out of Sequence 
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04436.041 AFT BRACKET ASSEMBLY 
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~I'RIAL:WA 
2 fiNISH. NJA 
3 TOl.EF¥.NCE5: PER CART OSl 018 UNLESS OTHERWISE NOTED 
4) lINTS, 
It«:HES 
UNLCSSOTHERWISE 
NOTED 
'IBRfAl; 
SKARP EDGES, 0.005 TO 0,010 MAX 
6 rDENl'flCATION: 
IDEPfTIF'( 
PER aSI 044 6,1 
'IWEIGHT: 
13111>-. 
6 TORQUE SCREWTO 
12'15( •• 4b) 
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• 
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Nn' 
'Slol.€ 
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~~ 
RF 
DRAWN 
RF 
CHECKED 
.WGAPPR 
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O.r;.APPR 


o.a.1E 
12.01.17 
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